Election Modernization Committee, (EMC) 


Date: August 29, 2019 
Time: 7:30 p.m. 

Location: Lyons Hearing Room, Arlington Town Hall, 730 Mass. Ave., Floor 2, Arlington, 
MA 


Agenda 

1. Committee members introductions 

2. Election of Chairperson 

3. Develop committee goals and timeline 

4. Set future meeting schedule 

5. Draft Report to Select board 

6. Adjourn 



